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ANNUAL  REPORT 


ON  THE 

HEALTH  OF  THE  URBAN  SANITARY  DISTRICT 
OF  NEWPORT,  ISLE  OF  WIGHT, 

For  the:  Year  1896. 


To  the  Ur  bail  Sanitary  Authority,  The  Town  Cotmcil  of  the 
Borough  of  Newport ,  Isle  of  Wight. 

Gentlemen, 

In  presenting  my  Annual  Report  on  the  Sanitary 
condition  of  your  district,  for  the  year  1896,  which  I 
regret  will  be  my  last  public  duty  in  connection  with  this 
appointment,  and  I  fear  must  necessarily  be  somewhat 
meagre  in  detail,  owing  to  my  being  unable  to  devote 
any  lengthened  period  at  one  time  to  work;  also  from 
the  fact  that  I  have  lately  been  unable  to  apply  myself 
sufficiently  to  the  duties  of  the  office,  hence  the  necessity 
of  tendering  my  resignation. 

The  usual  tabular  statements  will  accompany  the  report 
comprising  the  details  of  births,  sickness,  and  deaths, 
also  one  dealing  with  infectious  disease. 

Population  and  Vital  Statistics. — The  estimated 
population  at  the  end  of  1895  was  10,607.  The  increase 
of  births  over  deaths  up  to  Midsummer  number  98, 
bringing  the  population  up  to  10,705. 

Births  and  Deaths. — The  births  registered  for  the 
year  were  161  males  and  168  females — total  329,  thus 
giving  a  birthrate  of  30^82  per  thousand.  This  gives  an 
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— Giving  a  mortality  of  17*28  per  thousand. 


This  is  the  highest  death  rate  experienced  since  the 
year  1892,  but,  as  will  be  seen  by  the  following  particu¬ 
lars,  nearly  half  of  the  deaths  occurred  among  the  very 
young  and  very  old,  36  deaths  occuring  to  infants  under 
1  year,  and  53  to  persons  aged  65  and  upwards. 

The  185  deaths  occurred  at  the  following  ages  : — 
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Fifty-three  persons,  or  4*94  per  1000,  were  65  and  up¬ 
wards  ;  of  these  30  died  between  70  and  80  years  of  age, 
n  between  80  and  90,  three  90  and  upwards,  and  one  97. 

The  total  number  of  deaths  due  to  preventible  disease 
was  3  ;  of  these,  2  were  due  to  enteric  fever,  and  1  to 
diphtheria,  giving  a  mortality  of  preventible  disease  as 
0*28  per  1000,  assuming  the  population  at  10,705. 

For  comparison,  I  herewith  append  an  analysis  of  the 
deaths  from  preventible  and  other  disease  for  the  past  2 
years,  and  the  months  in  which  they  occurred. 
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As  will  be  seen  from  the  foregoing  table  the  two  most 
fatal  months  were  November  and  December,  in  which  the 
deaths  were  23  and  29  respectively,  of  the  total  number 
of  deaths  from  all  causes,  namely  185.  Two  occurred 
from  typhoid  fever  ;  1  from  diphtheria  ;  14  from  diarrhoea 
(all  infants)  ;  8  from  phthisis  (against  16  last  year)  ;  18 
from  cardiac  or  heart  affection  ;  4  from  violence  ;  22  can¬ 
cer  (against  9  last  year)  ;  measles,  11  ;  whooping  cough, 
9;  pneumonia,  14;  pleurisy,  15;  and  other  causes,  67. 

Notifiable  Disease. — Under  the  “  Infectious  Disease 
Notification  Act”  of  1889,  the  undermentioned  cases  of 
sickness  have  been  notified  during  the  past  two  years  : 


Scarlet  Fever 

1895 

7 

1896 

6 

Diphtheria 

19 

8 

Typhoid  Fever 

48 

15 

Erysipelas 

n 

/ 

4 

Continued  Fever  .  . 

10 

3 

91 

36 

In  the  above  list  of  cases  notified  under  the  Act,  it  is 
very  satisfactoty  to  note  the  great  diminution  of  notifia¬ 
ble  cases  which  I  think  is  in  a  large  measure  due  to  the 
greatly  improved  sanitary  condition  of  the  Borough. 

Sanitary  Certificates. — During  the  past  year  these 
certificates  have  been  granted  on  four  premises,  viz.,  two 
hotels,  and  two  private  residences,  after  the  drains  and 
sanitary  appliances  had  been  brought  up  to  a  standard 
satisfactory  to  the  Medical  Officer  of  Health  and  the 
Sanitary  Inspector. 

Bakehouses. — I  am  able  to  report  that  these  have  been 
periodically  inspected  by  me,  and  the  proprietors  have 
all  complied  with  the  Bakehouse  Regulations. 

Water  Supply. — The  water  supply  of  the  district  has 
continually  been  under  my  observation,  and  I  have  no 
hesitation  in  saying,  is  of  a  first  class  quality  which  is 
thoroughly  borne  out  both  by  bacteriological  and  chemi¬ 
cal  analysis  made  by  Professors  Crookshank  &  Thomson 
of  King’s  College,  Eondon.  A  copy  of  which  I  append. 
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Analysis  of  a  sample  of  water  taken  two  feet  below 
the  surface  of  the  water  in  the  reservoir  at  Carisbrooke, 
I.W., 


June  15th,  1896.  R.  H.  WARDEN, 

Sanitary  Inspector. 


This  sample  was  colourless,  without  taste  or  smell,  and 
contained  no  deposit. 

On  analysis  the  sample  gave  the  following  result — 


20'5  grains  per  gallon 

2#  o 


Total  solid  matter 

Chlorine 

Hardness 

Free  ammonia 

Albuminoid  Ammonia 

Nitrates 

Nitrites 

Phosphates 

Oxygen  consumed  from 
boiling  alkaline  perman¬ 
ganate 

Poisonous  metals 


15-1  degrees  Clarke’s 
scale 

.024  parts  per  million 

•014 

'16  grains  per  gallon 

None 

None 


•56  parts  per  million 
None 


The  sample  may  be  considered  a  water  of  a  satisfactory 
character,  although  the  hardness  is  perhaps  a  little  high 
for  domestic  purposes,  so  far  as  organic  contamination  is 
concerned  there  is  evidence  that  the  water  is  distinctly 
free  from  it. 


(Signed)  JOHN  M.  THOMSON, 

Professor  of  Chemistry, 

King’s  College,  Rondon. 


A  bacteriological  examination  was  made  at  the  same 
date  by  Professor  Crookshank  and  he  reports  as  follows  : 

“  I  have  completed  the  bacteriological  examination  of 
the  sample  of  water  forwarded  by  you  to  my  laboratory. 
The  samples  were  tested  in  the  usual  manner  and  an  ex¬ 
amination  made  for  bacilli  which  might  indicate  contam¬ 
ination  with  typhoid  dejecta,  or  with  sewage,  but  the 
results  were  entirely  negative. 

(Signed)  E.  CROOKSHANK. 
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I  must  now  refer  to  my  sanitary  report  for  1893,  in 
which  when  commenting  on  the  water  supply,  which  at 
that  time  I  described  as  wholesome  and  fit  for  drinking 
purposes,  yet  I  held  out  the  red  light  in  saying--“  I  must 
now  allude  to  the  system  of  cesspit  drainage  adopted  at 
Carisbrooke,  surrounding  the  water  works,  which  must 
continue  to  be  a  source  of  great  anxiety  to  your  Authority 
as  there  is  a  constant  danger  of  your  supply  being  con¬ 
taminated  by  a  soakage  of  sewage  through  a  rift  or 
fissure  in  the  chalk  strata  and  so  poisoning  the  springs. 
The  immediate  attention  of  the  Rural  Sanitary  Authority 
should  be  urgently  called  to  this  matter.”  These  remarks 
were  quickly  justified  by  the  sequel,  the  unfortunate 
epidemic  of  typhoid,  for  I  find  in  Dr.  Thomson’s  report 
on  the  cause  of  outbreak  the  following  extract. — “The 
Newport  epidemic  was  clearly  traced  to  pollution  of  water 
supplied  by  the  Corporation,  and  this  pollution  was 
rendered  almost  inevitable  by  the  character  of  the  works. 
The  supplies  were  drawn  from  shallow  wells  in  the  chalk 
having  only  a  depth  of  23  and  27  feet  respectively  above 
the  bore  holes,  while  one  of  them  had  hardly  a  pretence 
of  protection  against  soakage  from  the  surface.  The 
Carisbrooke  houses  mostly  stand  on  chalk  and  the 
drainage  of  many  of  them  is  into  cesspools  which  are 
sunk  to  a  depth  of  from  6  to  20  feet  into  the  same  forma¬ 
tion  and  are  so  constructed  as  to  permit  a  leakage  of  their 
contents  into  the  surrounding  soil. 

The  natural  trend  of  the  underground  water  in  the 
chalk  at  this  point  is  such  that  it  would  encounter  some 
of  these  leaking  cesspits  on  its  way  to  the  water  works, 
and  the  effect  of  pumping  would  be  to  draw  water  and 
sewage  from  a  still  wider  area.  This,  the  Worthing,  and 
other  similar  cases  raise  the  whole  question  of  danger  to 
chalk  wells  by  reason  of  fissures  in  their  vicinity.” 

Acting  on  this  advice  in  addition  to  the  prompt  and 
effectual  measures  taken  to  remedy  defects  and  protect 
the  existing  water  supply.  About  the  middle  of  last  year 
your  Authority,  having  secured  the  services  of  Mr. 
Baldwin  Eatham,  C.K.,  as  Consulting  Engineer,  entered 
into  a  contract  with  Mr.  H.  Hill,  of  Maidenhead,  to  lay 
down  new  mains,  &c.,  for  procuring  a  supply  of  water 
from  a  source  between  2  and  3  miles  up  the  valley  in  the 
direction  of  Bowcombe. 
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About  two-thirds  of  the  distance  has  been  traversed 
and  the  mains  laid.  There  is  an  abundant  supply  of 
water  and  every  evidence  of  the  undertaking  being  a 
complete  success.  I  trust  that  when  the  work  is  com¬ 
pleted  there  will  be  no  cause  to  prevent  a  constant  supply 
being  maintained,  as  it  is  a  well-known  and  generally 
admitted  fact  that  the  intermittent  supply  is  very  incon¬ 
venient  and  more  or  less  a  source  of  danger  to  health. 
I  trust  that  before  another  winter  the  whole  work  will  be 
completed  and  the  mains  charged  with  the  new  supply. 

General  Sewerage  System — During  the  year  there 
has  been  considerable  alterations  and  additions  made  to 
the  general  system  of  sewers. 

New  sewers  have  been  laid  in  South  View  and  Ash 
Road,  and  the  sewer  on  the  east  side  of  Hunnyhill  which 
formerly  discharged  into  a  cesspit,  is  now  connected  to 
the  main  sewerage  system.  A  new  sewer  has  also  been 
laid  in  Drake’s  Road. 

In  connection  with  the  new  outfall  works,  many  of  the 
old  brick  sewers  which  were  defective,  have  been  re¬ 
placed  by  well-constructed  pipe  sewers,  and  where  brick 
barrels  were  necessary,  they  were  carefully  encased  with 
concrete.  I  am  pleased  to  be  able  to  congratulate  you 
on  the  fact,  that  with  the  exception  of  a  very  small  area 
situated  on  the  eastern  side  of  “  Pan  ”  bridge,  the  whole 
of  the  Borough  is  sewered  and  the  house  drains  con¬ 
nected  to  the  sewers.  The  cutting  off  the  various  con¬ 
nections  of  the  sewers  with  the  stream  has  already  made 
an  appreciable  improvement  and  been  the  means  of 
abating  a  public  nuisance. 

The  new  outfall  works  for  the  treatment  and  disposal 
of  sewage,  the  foundation  stone  of  which  was  laid  by  the 
ex-Mayor,  F.  Pittis,  Esq.,  on  November  8th,  1895,  was 
completed  and  publicly  opened  by  the  Mayor,  F.  T.  Mew, 
Esq.,  on  the  2nd  September,  of  last  year.  The  whole 
of  the  sewerage  of  the  town  is  now  chemically  treated 
and  the  effluent  discharged  into  the  stream  in  an  inocuous 
condition,  and  the  Borough  is  to  be  congratulated  on 
having  carried  out  such  a  great  sanitary  improvement. 

General  Remarks — As  will  be  seen  by  the  Sanitary 
Inspector’s  Report,  which  is  appended,  a  large  amount 
of  work  has  been  carried  out  in  his  department,  especially 
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in  domestic  house  drainage.  The  supervision  of  this 
important  work,  together  with  the  daily  routine  work  of 
his  office,  has  prevented  him  from  making  anything  like 
a  systematic  house  to  house  inspection,  neither  do  I  think 
it  would  be  for  the  best  interests  of  the  district  that  this 
should  be  attempted  until  he  is  able  to  devote  more  time 
to  it,  so  that  it  may  be  done  thoroughly  and  systematically. 
In  concluding  this  Report  I  have  to  give  Inspector  Walden 
my  warmest  thanks  for  his  assistance,  which  he  most 
willingly  offered ;  had  it  not  been  for  his  kindness  I  fear 
this  Report  would  never  have  been  finished. 

I  remain,  Gentlemen, 

Your  obedient  Servant, 

WIREIAM  F.  FOSTER, 

Medical  Officer  of  Health. 

February  12th,  1897. 


ANNUAL 


OF  THE 

SANITARY  INSPECTOR  OF  THE  BOROUGH  OF 

NEWPORT,  I.W., 

For  the  Year  ending  December  31ST,  1896. 


To  the  Mayor  and  Town  Council ,  the  Urban  Sanitary 
Authority  of  the  Borough  of  Newport ,  /.  W. 

Gentlemen, 

I  beg  to  submit  for  your  approval  my  Second  Annual 
Report  of  the  works  executed  under  your  Authority 
during  the  year  ending  December  31st,  1896. 

MIUKSHOPS  AND  DAIRIES. 

During  the  past  year  there  has  been  one  purveyor  added 
to  the  register,  and  one  dairy  has  changed  hands,  thus 
making  17  dairymen  and  5  purveyors  of  milk  registered 
within  the  Borough. 

I  have  made  many  inspections  of  the  various  premises, 
and  am  able  to  report  that  the  dairies  are  all  kept  clean 
and  periodically  limewashed,  but  more  difficulty  is 
experienced  with  the  cowsheds,  some  of  which  are  ill- 
fitted  for  their  purpose  and  are  very  ronghly  constructed; 
structural  alterations  have,  however,  been  made  in  one  or 
two  instances  which  have  greatly  improved  the  premises, 
but  there  is  still  room  for  great  improvement  before  all 
our  registered  dairy  premises  can  be  reported  as  satis¬ 
factory,  although  I  have  every  reason  to  believe  that  the 
milk  supplied  is  of  a  thorouglily  good  quality. 
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SLAUGHTER-HOUSES. 

There  are  nineteen  registered  slaughter-houses  in  the 
Borough,  situated  as  follows  : 

ii  in  Scarrots  Lane, 
i  ,,  Cross  Street, 
i  ,,  Carisbrooke  Road, 
i  ,,  Chain  Lane, 
i  ,,  Cockram’s  Yard, 
i  ,,  Pyle  Street, 
i  ,,  East  Street, 
i  ,,  Nodehill, 
i  ,,  Orchard  Street. 

Nine  of  these  are  used  for  the  slaughter  of  beasts,  eight 
for  slaughtering  swine  only,  and  two  have  not  been  used 
for  some  years. 

During  the  year  there  has  been  considerable  improve¬ 
ment  made  in  the  structural  condition  of  many  of  these 
premises.  Three  have  been  condemned  and  closed  as 
unfit  for  slaughter-houses,  and  three  new  licenses  granted 
for  other  premises  after  they  had  been  brought  up  to  the 
requirements  of  the  Slaughter-house  Byelaws  and  Regu¬ 
lations. 

I  have  made  many  surprise  visits  at  all  hours  of  the 
day,  and  find  that  as  a  rule  the  byelaws  are  carried  out  as 
well  as  the  condition  and  position  of  many  of  these 
premises  will  permit,  but  I  trust  that  during  the  present 
year  much  more  will  be  done  to  bring  others  up  to  a 
better  standard,  or  get  the  licenses  transferred  to  more 
suitable  premises. 

If  some  steps  were  taken  to  improve  the  condition  of 
Scarrots  lane,  either  by  pitching  or  paving,  it  would 
greatly  facilitate  the  removal  of  manure  and  other 
offensive  matter,  and  enable  the  proprietors  of  slaughter¬ 
houses  there  to  carry  on  their  business  with  less  nuisance 
to  the  surrounding  neighbourhood. 

The  practice  adopted  by  the  Sanitary  Authority  of 
granting  licenses  for  one  year  only  is  a  good  one,  as  it  is 
a  strong  check  on  those  proprietors  who  are  inclined  to 
be  negligent  in  keeping  their  slaughter-houses  and 
premises  in  accordance  with  the  byelaws. 

PIGSTIES. 

The  practice  of  herding  and  breeding  large  numbers  of 
swine  in  small  back  yards  and  in  close  proximity  to 
dwellinghouses,  with  the  attendant  nuisances  caused  by 
offensive  manure  heaps  and  sour  wash  tubs,  has  continued 
to  be  a  fruitful  source  of  bitter  complaint,  and  in  the 
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absence  of  any  byelaw  governing  the  distance  at  which 
the  sties  may  be  erected  from  dwellinghouses,  I  fear  that 
my  efforts  to  deal  with  this  matter  has  been  almost,  if  not 
a  complete  failure,  but  during  the  present  year  I  trust 
that  the  Council  will  adopt  such  byelaws  as  will  definitely 
deal  with  this  pressing  question. 

SCHOOLS. 

The  sanitary  condition  of  the  public  schools,  with  one 
exception,  is  satisfactory.  Two  private  schools  have  been 
entirely  re-drained,  and  many  improvements  effected  in 
the  sanitary  arrangement  of  others  during  the  year. 

INFECTIOUS  DISEASE. 

As  will  be  seen  by  the  Report  of  the  Medical  Officer  of 
Health,  the  list  of  Notification  of  Cases  of  Infectious 
Disease  has  not  been  a  heavy  one,  but  in  all  cases  I  have 
made  an  inspection  of  the  sanitary  condition  of  the 
premises,  and  had  the  defects  remedied  where  such  were 
found  to  exist. 

I  have  disinfected  15  rooms  with  sulphur  dioxide,  and 
others  have  been  fumigated  by  the  occupiers  under  my 
direction. 

It  was  found  necessary  to  destroy  one  bed. 

COMMON  LODGING  HOUSES. 

There  are  three  such  houses  registered  in  the  Borough, 
and  I  am  able  to  report  that  they  are  kept  clean,  and  the 
regulations  are  complied  with. 

UNSOUND  FOOD. 

My  duties  under  the  sections  of  the  Public  Health  Act 
dealing  with  the  above,  have  not  been  heavy,  as  I  have 
found  the  meat,  fish,  fruit,  and  vegetables  exposed  for 
sale  are  generally  of  good  quality. 

In  a  few  instances  during  the  summer  I  had  occasion 
to  request  that  fruit  should  be  destroyed,  and  my  wishes 
were  at  once  complied  with. 

In  one  instance,  in  conjunction  with  the  Medical 
Officer  of  Health,  I  found  several  joints  of  mutton  and 
salt  pork  unfit  for  food,  but  on  the  owner  destroying  it  in 
our  presence  no  further  action  was  taken  in  the  matter. 

COLLECTION  OF  HOUSE  REFUSE. 

In  the  early  part  of  the  month  of  May  the  Sanitary 
Authority  made  arrangements  for  the  collection  of  ashes 


and  house  refuse  to  be  under  the  direct  supervision  of  the 
Sanitary  Inspector,  I  need  scarcely  point  out  to  you  that 
this  materially  increased  my  duties  both  in  inspection 
and  correspondence,  but  although  at  first  there  were  a 
few  hitches  consequent  on  there  being  a  new  contractor, 
and  the  re-arrangement  of  the  districts,  and  the  days  and 
hours  of  collection,  yet  I  trust  that  the  fact  of  the  number 
of  complaints  having  very  much  decreased,  goes  to  prove 
that  the  arrangement  is  working  satisfactorily. 

INFANT  TIFF  PROTECTION  ACT. 

In  the  month  of  December  last  the  Town  Council 
adopted  this  act,  and  deputed  the  Sanitary  Committee  to 
carry  its  provisions  into  effect.  Up  to  the  end  of  the 
year  only  i  person  had  made  application  to  be  registered. 

EEGAE  PROCEEDINGS. 

Fortunately  I  have  very  little  to  report  under  this  head. 
In  only  one  instance  has  it  been  found  necessary  to  take 
legal  proceeding  to  enforce  compliance  with  your  notice 
to  remedy  a  defective  drain  and  w.c. 

A  conviction  was  obtained  and  order  made  to  comply 
with  the  terms  of  the  notice  in  14  days,  and  pay  the  costs 
of  the  proceedings. 

WATER  SUPPEY. 

The  following  works  have  been  carried  out  under  my 
notice  or  advice,  in  connection  with  my  appointment  as 


Inspector  of  Water  Taps  and  Fittings. 

New  syphon  flushing  cisterns  fixed  in  w.c.’s  .  .  55 

Stand  pipes  removed  to  more  convenient  positions  5 
Automatic  tanks  provided  for  flushing  w.c.  basins 

and  urinals  .  .  .  .  .  .  .  .  4 

Flushing  cisterns  repaired  .  .  .  .  .  .  29 

Galvanized  storage  tanks  provided  .  .  .  .  10 

Pumps  removed  and  town  water  laid  on  .  .  7 

New  water  taps  fixed  to  replace  old  ditto  .  .  47 

Eeaky  water  taps  repaired  .  .  . .  .  .  93 

Eeaking  water  pipes  repaired  .  .  .  .  38 

W.C’s.  supplied  with  water  for  flushing  purposes.  .  37 


FOLLOWING  IS  A  DETAILED  LIST  OF  HOUSES  INSPECTED, 
NOTICES  SERVED,  AND  WORKS  CARRIED  OUT. 

NO. 
29O 
1 14 
22 


Houses  and  premises  inspected 
Preliminary  notices  served  to  abate  nuisances 
Statutory  ditto  ditto 
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Reports  made  and  letters  written  re  unsanitary 


premises  .  .  .  .  .  .  . .  176 

Complaints  received  and  defects  remedied  ..  113 

Complaints  received  re  ashes  and  house  refuse  .  .  56 

Notices  not  complied  with  on  December  31st  .  .  14 

Drains  tested  with  the  smoke  test  .  .  .  .  43 

Old  drains  condemned  .  .  .  .  .  .  82 

New  drains  laid  .  .  .  .  . .  13 1 

Drains  cleared  from  obstruction  .  .  .  .  85 

Ueaky  drains  made  sound  .  .  .  .  .  .  95 

Drains  disconnected  from  sewer  by  ventilating 

syphons  .  .  .  .  .  .  .  .  105 

Premises  completely  redrained  .  .  .  .  71 

Cesspools  condemned  and  filled  up  .  .  34 

New  connections  of  drains  with  sewers  .  .  53 

Inspection  chambers  built  .  .  .  .  .  .  33 

Brick  drains  replaced  by  pipe  ditto  .  .  .  .  25 

Unglazed  tile  drains  replaced  by  pipe  ditto  .  .  27 

Undrained  houses  provided  with  drains  .  .  5 

Drains  ventilated  by  4m.  shafts  .  .  •  .  .  49 

Stoneware  gully  traps  fixed  .  .  .  .  316 

“  Bell  ”  and  “  D  ”  traps  removed  .  .  .  .  252 

Stoneware  sink  troughs  provided  .  .  .  .  32 

Stables  drained  .  .  .  .  .  .  .  ,  17 

Trapped  pits  provided  for  stables  and  yards  .  .  19 

Objectionable  syphons  removed  from  drains  ..  11 

“  Dean’s  ”  and  other  grease  pits  fixed  .  .  .  .  6 

Yard  floors  made  good  .  .  .  .  .  .  69 

Waste  pipes  from  sinks  disconnected  from  drains  28 
Gully  traps  removed  from  inside  the  house  and 

fixed  outside  .  .  .  .  .  .  14 

Masons’  pits  replaced  by  gully  traps  .  .  .  .  23 

W.C.’s  done  away  with  .  .  .  .  .  .  4 

New  w.c.’s  built  .  .  .  .  .  .  22 

“Container”  w.c.  apparatuses  condemed  and 

removed  .  .  .  .  .  .  30 

“  Container  ”  w.c.  apparatuses  burnt  out  and 

replaced  . .  . .  .  .  .  .  3 

W.C.’s  provided  with  a  more  effectual  flush  of 

water  .  .  .  .  .  .  .  .  19 

“  Washdown  ”  w.c.’s  fixed  ..  ..  ..  35 

New  hopper  basins  and  traps  provided  .  .  106 

Slaughterhouses  provided  with  cement  lined  walls  3 
Offensive  w.c.  basins  cleansed  .  .  .  .  39 

Defective  syphon  traps  removed  from  drains  .  .  13 

Soil  pipes  removed  from  inside  and  fixed  on  the 

outside  of  walls  and  ventilated  .  .  .  .  12 
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Offensive  w.c.’s  limewashed 
W.C.’s  ventilated 
Urinals  re-constructed  or  repaired 
Uavatory  waste  pipes  disconnected  from  the  drains 
Bath  waste  pipes  disconnected  from  drains 
Rainwater  stack  pipes  disconnected  from  drains 
and  made  to  discharge  into  stoneware  gully 
traps 

New  cesspool  built 

Ventilating  shafts  carried  higher  so  as  to  be  a 
safe  outlet  for  foul  air 
Defective  spouting  repaired.  . 

Nuisances  abated  caused  by  dead  rats,  &c.,  under 
floors 

Domestic  workrooms  inspected 
Unwholesome  premises  lime-washed 
Workrooms  ventilated 
Workshops  lime-washed 
Smoke  nuisances  abated 
Pigsties  condemned  and  removed 
Offensive  pigsties  cleansed  and  lime-washed 
Pigsties  provided  with  drains 
Accumulations  of  manure  removed 
Nuisances  abated  arising  from  leaking  gas  pipes.  . 
Overcrowding  nuisances  abated 
Nuisances  arising  from  the  improper  keeping  of 
animals 

Offensive  accumulations  removed 
Receptacles  provided  for  the  accumulation  of 
house  refuse 

Old  premises  condemned  and  pulled  down  or 
closed 

Peaking  roofs  repaired 
Privies  condemned  and  vaults  filled  up 
Pail  closets  replaced  by  water  closets 
Manure  pits  built  for  stable  manure 
Ashpits  condemned  and  removed 

I  remain,  Gentlemen, 

Your  obedient  servant, 
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43 

15 

10 

10 


62 


13 

29 

4 

6 

12 

6 

6 

7 

3 
48 

7 

25 

4 
3 

8 

26 
8 


7 

24 

20 

4 

3 

3 


R.  H.  WALDEN, 

Sanitary  Inspector  and  Inspector  of 
Water  Taps  and  Fittings. 


February  12th,  1897. 


